Message 


From: Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECiPlENTS/CN=KATE.CORBETT] 

Sent: 5/10/2012 1:51:26 PM 

To: Walsh, Daniel (BRi) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Daniel.J. Walsh] 

Subject: RE: Commonwealth 

Hi Dan, 

Thanks for letting me know the outcome! It wasn't that bad, we are pretty used to it by now. Nice meeting 
you as well. 

Kate 


-Original Message- 

From: Walsh, Daniel (BRI) 

Sent: Wednesday, May 09, 2012 3:16 PM 
To: Corbett, Kate (DPH) 

Subject: RE: Commonwealth v. 

Kate: 

lust wanted to let you know the defendant was found guilty of knowingly being present where heroin was 
kept and sentenced to 1 year in the house of corrections. Thanks for your help. It was nice to meet you. 
I hope it wasn't too painful for you today. 

Thanks 

-Dan 


-Original Message- 

From: Corbett, Kate (DPH) 

Sent: Tuesday, May 08, 2012 8:12 PM 

To: Walsh, Daniel (BRI) _ 

Subject: RE: Commonwealth v. 

Dan, 

I will see you tomorrow. Hopefully the traffic won't be that bad! 
Kate 


From: Walsh, Daniel (BRI) 

Sent: Tuesday, May 08, 2012 5:08 PM 

To: Corbett, Kate (DPH) _ 

Subject: RE: Commonwealth 

Kate: 

If you can be hear at 8:45. Courtroom 4, third floor, at Taunton District Court, 40 Broadway, Taunton. 
Our number is 508-823-8801. Bring the file or whatever you need. 

Thanks 

-Dan 

From: Corbett, Kate (DPH) 

Sent: Monday, May 07, 2012 1:06 PM 
To: Walsh, Daniel (BRI) 

Subject: RE: Commonwealth v. 

Hi Dan, 

I am only available until 2pm tomorrow. You can call me at the # below. I am here until 330 today. 

Thanks, 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
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Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


From: Walsh, Daniel (BRI) 

Sent: Monday, May 07, 2012 12:13 PM 
To: Corbett, Kate (DPH) 

Subject: RE: Commonwealth v. 


Kate: 


I just wanted to check on your availability tomorrow for Commonwealth v. 


through! 


I in Taunton District Court tomorrow., and ask if I coulc 


you 


Thanks 

-Dan 


From: Corbett, Kate (DPH) 

Sent: Tuesday, April 03, 2012 8:36 AM 
To: Walsh, Daniel (BRI) 

Subject: RE: Commonwealth v. 

Yes I can be on call. As of right now, I am available on May 8. 


From: Walsh, Daniel (BRI) 

Sent: Monday, April 02, 2012 4:16 PM 
To: Corbett, Kate (DPH) 

Subject: RE: Commonwealth v. 

Kate: 

Can you be on call for the cases here as well? Also, are you available on May 8 for the ^^^case? 

Thanks 

-Dan 


From: Corbett, Kate (DPH) 

Sent: Monday, April 02, 2012 8:31 AM 
To: Walsh, Daniel (BRI) 

Subject: RE: Commonwealth v. 

Hi Dan, 

I am currently on call for Brockton Superior on April 4 & 5. I am not available on April 6. Also, I am 
only available until 2pm on most days. 

Thanks, 

Kate 


From: Walsh, Daniel (BRI) 

Sent: Friday, March 30, 2012 2:19 PM 

To: Corbett, Kate (DPH) _ 

Subject: RE: Commonwealth 

Hi Kate: 

The^^^^^^^^l case was rescheduled for May 8 for trial. Are you available that date? Also I have two 
cases on for trial next week that I have you summonsed in on. On Wednesday, April 4 Comm, v. 

nd on Thursday April 5, Comm v. 



Thanks 

-Dan 


From: Corbett, Kate (DPH) 
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Sent: Friday, March 30, 2012 8:20 AM 
To: Walsh, Daniel (BRI) 

Subject: RE: Commonwealth v. 

Hi Dan, 

Annie no longer works at the drug lab. Sorry I didn’t get back to you earlier, but I was not in 
yesterday. 


Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


From: Walsh, Daniel (BRI) 
Sent: Wednesday, March 28, 
To: Corbett, Kate (DPH) 
Subject: Commonwealth v.B 


2012 3:51 PM 


Kate and Anne: 


summons for Commonwealth v. in Taunton 

Court tomorrow. I just wanted to confirm that you would be on call and the best way to reach you. 


Thanks 

-Dan 
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